COMMUNIQUE 


CONCORDIA 


1455 de Maisonneuve Blvd. West, Montreal, Quebec H3G 1M8 (514) 879-8497 


FOR IMMEDIATE RELEASE Loyola film series 


Montreal, Quebec, January 19, 1978 -- Roberto Rossellini's 
film Europe 51 will be the first of two films to be shown at the February 1 
Loyola Film Series screening. The original English version starring 
Ingrid Bergman will be shown at 7 pm. 


The original series schedule called for either Europe 51, 


Stromboli or Voyage in Italy to be shown. 


The 8:45 pm film will be Fellini's The White Sheik, as 
originally scheduled. 

The Films in the Loyola Film Series are screened in 
the Loyola campus F.C. Smith Auditorium,7141 Sherbrooke St. West. 
Admission is $1 per film. 

Call The Conservatory of Cinematographic Art at 879-4349 


for more information. 
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Information Office, Loyola campus: 482-0320, ext. 689 


